at the very time Young claims to have made the measurements and
Caldwell did not see him take any measurements.

Young was inconsistent at the hearing about the time he
had finished working in the mine on November 17, the_day he
helped remove belt structures from the beltline, saying first
that he was back outside at 8:30 a.m. after getting his battery
torn off and thereafter saying that it might have been 10:30 or
11 a.m. when he got outside.

Although Young did not challenge Teshon's claim that Teshon
had given Young an ohmmeter to test the motor on November 16 on
the Wilcox continuous-mining machine, Young first said he was
not sure he had an ohmmeter and subseguently said that the ohm-
meter gave him inaccurate readings and could not be relied on.
On the other hand/ all the miners working with him said that he
did not use one at all, and they were positive he did not have
one.  In his deposition, Young stated on page 43 that_the pull
cord to stop the belt was on the right side when one is going
into the mine, but at the hearing, he said the cord was on the
left side when one was going into the mine.  In view of the fact
that Young made inconsistent statements about what happened while
he worked at the Barn Branch Mine, I find that his credibility
is not entitled to be given as much weight as that of Teshon
who discharged him because Teshon's testimony is consistent in
the details he gave.

I find that the real reason for Young's discharge was Teshon's
belief that Young was not competent to repair the Wilcox contin-
uous-mining machine.  It is a fact that both Fee and Teshon be-
lieved that Young had misled them at the initial interview by
telling them that he would have no trouble in adapting to the
repair of a Wilcox continuous-mining machine, as he had worked
around them and had been associated with them.  Young admitted
that he was somewhat desperate for a job.  Therefore, I believe
Fee's and Teshon's claim that Young misled them as to his com-
petency to repair a Wilcox continuous-mining machine is entitled
to more consideration than Young's claim that he did not cause
them to think he knew more about the Wilcox than he actually did.

For all of the foregoing reasons, I believe that Young en-
gaged in almost no protected activity under the Act while em-
ployed by Terry Glen? that even if he did engage in some protected
activity, his discharge was in no way motivated by that protected
activity; and that the real reason for his discharge was that
given by Teshon, namely, that Young did not have the competency
needed to repair the Wilcox continuous-mining machine used by
Terry Glen at the Barn Branch Mine.

2001, but Caldwell testified that he was close behind Young
